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Part Number | 
D350-822-011 
| 


Description 
PA100 PUREair 
System 


Box Part Number | BX41 | Dimension! 
43 x 29 x ~ 


Other Packaging j Uline S4683 | 
[ 


Logo Decals 


S6438 


] C 
1 


Packaging Instructions and Decal Placement 


D350-822-011 
Apply label D2729-4 on QB21310 transition duct. Place all QB kits in bottom of box. Put 2 pieces of S6438 
foam between QB21308 filter. Place one more S6438 foam on top. Put hardware in a Dart bag and place it 
and the rest of the parts into the box. Put more bubble wrap to prevent movement. Close box. Apply wedge 
along outside length of box. Apply label D2729-3 as per Instructions in QSI 014. 
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